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[10 & 11 Geo. 5 .J Local Government ( Ireland ) Provisional 
Orders (No. 3 ). 


A 


BILL 

TO 

Confirm a certain Provisional Order of the Local Govern- a.d. 1920. 
ment Board for Ireland relating to the Urban District of — " 

Lurgan. 

W HEREAS the Local Government Board for Ireland (herein- 
after referred to as “ the Local Government Board ”) have 
made the Provisional Order set out in the schedule hereto under 
the Public Health (Ireland) Acts 1878 to 1919 : 

5 And whereas it is requisite that the said Order should be 
confirmed by Parliament : 

Be it therefore enacted by the King’s most Excellent Majesty 
by and with the advice and consent of the Lords Spiritual and 
Temporal and Commons in this present Parliament assembled 
10 and by the authority of the same as follows : — 

1. The Order set out in. the schedule hereto is hereby Order in 
confirmed and all the provisions thereof shall have full validity ac} '^ ule . 

x eonnnned. 

and force. 

2. This Act may be cited as the Local Government Board Short title. 
15 (Ireland) Provisional Orders Confirmation (No. 3) Act 1920. 


#jr> 


[Bill 143] 
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A.D. 1920. 


Lurgan. 


5 <fe 6 Geo. 5. 
c. lir. 


8 & 9 Geo. 5s 
c. xxviii. 


2 Local Government ( Ireland ) Provisional [10 & 11 Geo. 5.] 
Orders (No. 3). 


SCHEDULE. 


LURGAN URBAN DISTRICT. 

WHEREAS the council of the urban district of Lurgan (in this Order 
referred to as “the Council”) are the urban sanitary authority for tlie 
urban sanitary district of Lurgan: 5 

And whereas the Lurgan Urban District Council Act 1915 (in 
this Order referred to as “the Act of 1915”) is in force in an area 
comprising the said district : 

And whereas under the Act of 1915 the Council are authorised to 
maintain gasworks and supply gas and by section twenty-three of 10 
the Act it is enacted that the price to be charged by the Council for 
gas supplied by them, to persons who shall burn the same by meter 
shall not at any time exceed four shillings and sixpence for every 
thousand cubic feet and so in proportion for every smaller quantity : 

And whereas by the Lurgan Gas Order 1918 (in this Order 15 
referred to as “ the Order of 1918 ”) which was confirmed by the 
Local Government Board (Ireland) Provisional Orders Confirmation 
(No. 1) Act 1918 (in this Order referred to as “the confirming Act”) 
the said section twenty-three of the Act of 1915 was amended by the 
addition of the following proviso at the end thereof : — 20 

“Provided that the maximum price that may be charged 
by the Council for gas so supplied during the continuance of 
the present war and such further period not exceeding two 
years from the termination of the war as may be fixed by the 
Local Government Board shall be five shillings and sixpence 25 
instead of four shillings and sixpence for every thousand 
cubic feet and so in proportion for any smaller quantity”: 

And whereas the Council have applied to the Local Government 
Board for Ireland (in this Order referred to as “ the Local Govern- 
ment Board ”) for a Provisional Order altering and amending section 30 
twenty-three of the Act of 1915 and repealing the confirming Act so 
far as it relates to the Order of 1918 ; 

And whereas after inquiry it appears to the Local Government 
Board expedient that the said section should be altered and amended 
in the manner hereinafter appearing and that the confirming Act so 35 
far as it relates to the Order of 1918 should be repealed : 
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[10 & 11 Geo. 5.] Local Government ( Ireland ) Provisional 3 
Orders {No. 3). 

Now therefore We the Local Government Board in pursuance of 
the powers given to us by section 205 and section 214 of the Public 
Health (Ireland) Act 1878 and of all other powers enabling us in that 
behalf do hereby order that from and after the date of the Act 
5 confirming this Order the following provisions shall have effect 
namely : — 

1. Section twenty -three of the Act of 1915 shall be amended by 
substituting therein the words “seven shillings and sixpence” for the 
words “four shillings and sixpence” and this amendment shall be 

10 deemed to he incorporated in the said Act. 

2. The confirming Act so far as .it relates to the Order of 1918 
shall be repealed. 

3. The costs and expenses of the Council and the Local Govern- 
ment Board incurred in respect of the application for preparation 

15 making and confirmation of this Order shall be paid by the Council 
and shall be treated as establishment expenses incurred in connexion 
with their gas undertaking. 

4. This Order may be cited as the Lurgan Gas Order 1920. 

Given under our seal of Office this fourteenth day of May in the 
20 year of our Lord one thousand nine hundred and twenty. 

(l.s.) (Signed) H. A. Robinson. 


A.D. 1920. 

Lurgan. 

41 & 42 Vicfc. 
c. 52. 
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